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side of the stopcock attached to the cylindrical vessel T, which in turn is connected with V by the glass tube shown by the dotted line. After the pipettes have been filled with the several reagents, the stoppers connecting the level-tubes with
FIG. 46.
the tube SS are inserted in place, and the protecting reservoir VT is half filled with water. As the gas is driven over from the burette into the pipette and is drawn back into the burette, the water in VT rises and falls, but protects the reagents at all times from contact with the air. The level-bottle L is held in place by a clamp when the apparatus is in transport.